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R1202065200 - PS-SPCEV - SPC-RESP - SPECIAL EVENT - SPECIFIC RESPONSE 
3220 LATROBE DR CHAR 


0 System Comments 


Date/Time 

Terminal 

Operator 


12/02/17 

06:52:05 

cadp203 

5258 

EVENT CREATED - Type: PS-ATL - REPORT - ATTEMPT TO LOCATE - REPORT, Location: 3220 
LATROBE DR CHAR, Agency: CMPD, Group: 16, Beat: 1612, Status: P, Priortiy: 9 

12/02/17 

06:52:05 

cadp203 

5258 

EVENT UPDATED - 

12/02/17 

06:52:05 

cadp203 

5258 

INITIAL CALL - Call Source: ANI/ALI, Caller Name:, Caller Phone Number:, Caller Address: 

12/02/17 

06:52:05 

Live 

5258 

EVENT REMARK - ** LOI search completed at 12/02/17 06:52:05 

12/02/17 

06:52:05 

lec- 

cadcom93- 

01 

999991 

EVENT UPDATED - 

12/02/17 

06:52:05 

iec- 

cadcom93- 

01 

999991 

ADD SUPPLEMENTAL- Revision Number 1, Supplemental Type:, Comments: Unit will be 
dispatched Contactlname: STOWE,CHARITY-ANN Contactlphonel: 7048918840 
Contact1phone2:0000000000 Contact2name: LINGERFELT,LANCE Contact2phone1: 
7042222366 Contact2phone2: 0000000000 Location: 3220 LATROBE DR CHAR Permitholder A 
PREFERRED WOMEN’S H Permitnumber 40035511 Status: A 

12/02/17 

06:54:17 

cadp203 

3529 

EVENT REMARK - WOMEN’S CENTER 

12/02/17 

06:54:44 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 1, 

12/02/17 

06:54:44 

cadp203 

3529 

EVENT UPDATED - First Unit Dispatched Time: 12/02/17 06:54:44, Status Code: A, 

12/02/17 

06:54:44 

cadp203 

3529 

EVENT UPDATED - 

12/02/17 

06:54:44 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1310-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

12/02/17 

06:54:47 

cadp203 

3529 

EVENT UPDATED - First Unit Arrived Time: 12/02/17 06:54:47, Primary Employee Id: 1444, 
Primary Unit Id: 16-1310-1, 

12/02/17 

06:54:47 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1310-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

12/02/17 

06:54:58 

cadp203 

3529 

EVENT UPDATED - Agency Event Subtype Code: SPC-RESP, Agency Event Subtype Code 

Desc: SPECIFIC RESPONSE, Agency Event Type Code: PS-SPCEV, Agency Event Type Code 

Desc: SPECIAL EVENT, Common Event Revision Number: 2, 

12/02/17 

06:54:58 

cadp203 

3529 

EVENT REMARK - ** Event Type changed from PS-ATL(REPORT) to PS-SPCEV(SPC-RESP) at: 
12/02/17 06:54:58 

**>>>> by: MELISSA C. FIELD on terminal: cadp203 

12/02/17 

06:54:59 

cadp203 

3529 

EVENT UPDATED - 

12/02/17 

06:59:25 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 2, 

12/02/17 

06:59:25 

cadp203 

3529 

UNIT UPDATED - Unit: 22-1350-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1645,1735 

12/02/17 

06:59:27 

cadp203 

3529 

UNIT UPDATED - Unit: 22-1350-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1645,1735 

12/02/17 

07:08:59 

cadp203 

3529 

EVENT REMARK - ** Cross Referenced to Event # R1202065701 at: 12/02/17 07:08:59 
** >>>> by: MELISSA C. FIELD on terminal: cadp203 

12/02/17 

07:10:55 

cadp203 

3529 

EVENT REMARK - CFD WAS CONTACTED AT 0710 HRS AT REQ OF P1426 IN REGARDS TO 
WATER BARRICADES. 

12/02/17 

07:11:10 

cadp203 

3529 

EVENT REMARK - THEY WERE REQUESTED ASAP REF EVENT TO START AT 0900 HRS...CFD 
DISPATCH ADVS 

12/02/17 

07:11:19 

cadp203 

3529 

EVENT REMARK - THEY WILL MAKE PHONE CALLS AND HAVE SOMEONE DISPATCHED. 

12/02/17 

07:11:50 

cadp203 

3529 

EVENT REMARK - PER P-UNIT, CFD WAS REQUESTED TO RESPOND AS OF 0630-0645 HRS. 

12/02/17 

07:32:05 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 3, 

12/02/17 

07:32:05 

cadp203 

3529 

UNIT UPDATED - Unit: P4629, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 


cadp203 

3529 

UNIT UPDATED - Unit: P4629, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
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12/02/17 

07:32:07 


12/02/17 

07:32:20 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 4, 

12/02/17 

07:32:20 

cadp203 

3529 

UNIT UPDATED - Unit: P4012, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

07:32:22 

cadp203 

3529 

UNIT UPDATED - Unit: P4012, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

07:32:46 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 5, 

12/02/17 

07:32:46 

cadp203 

3529 

UNIT UPDATED - Unit: P1485, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

07:32:48 

cadp203 

3529 

UNIT UPDATED - Unit: P1485, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

07:32:56 

cadp203 

3529 

EVENT REMARK - ********* 

12/02/17 

07:33:14 

cadp203 

3529 

EVENT REMARK - CEU IS MONITORING CHANNEL PER 3034 

12/02/17 

08:04:34 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 6, 

12/02/17 

08:04:34 

cadp203 

3529 

UNIT UPDATED - Unit: 16-6021-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

08:04:36 

cadp203 

3529 

UNIT UPDATED - Unit: 16-6021-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

08:07:39 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 7, 

12/02/17 

08:07:39 

cadp203 

3529 

UNIT UPDATED - Unit: 16-6128-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
3482,4104 

12/02/17 

08:07:46 

$16- 

6128-0 

4104 

UNIT UPDATED - Unit: 16-6128-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
3482, 4104 

12/02/17 

08:08:50 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 8, 

12/02/17 

08:08:50 

cadp203 

3529 

UNIT UPDATED - Unit: P5112, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

08:08:53 

cadp203 

3529 

UNIT UPDATED - Unit: P5112, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

08:11:36 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 9, 

12/02/17 

08:11:36 

cadp203 

3529 

UNIT UPDATED - Unit: 12-1104-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
2862 

12/02/17 

08:11:39 

cadp203 

3529 

UNIT UPDATED - Unit: 12-1104-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
2862 

12/02/17 

08:15:10 

$P5112 

5112 

EVENT REMARK - Device 0A6A1471/GPS Device/Default System added. 

New equipment list for Unit [P5112]: 

Device 0A6A1471/MDT/Default System added for employee 5112. 

Tracking device 0A6A1471/GPS Device/Default System set. 

12/02/17 

08:15:10 

$P5112 

5112 

UNIT UPDATED - Unit: P5112, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

08:15:11 

$P5112 

5112 

UNIT UPDATED - Unit: P5112, Status: UE, Location: 3220 LATROBE DR CHAR, Employees: 5112 

12/02/17 

08:15:12 

$P5112 

5112 

UNIT UPDATED - Unit: P5112, Status: UC, Location: 3220 LATROBE DR CHAR, Employees: 5112 

12/02/17 

08:15:13 

SP5112 

5112 

UNIT UPDATED - Unit: P5112, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 

5112 

12/02/17 

08:15:14 

$P5112 

5112 

UNIT UPDATED - Unit: P5112, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 5112 

12/02/17 

08:15:15 

$P5112 

5112 

UNIT UPDATED - Unit: P5112, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 5112 

12/02/17 

08:26:56 

cadp203 

3529 

EVENT REMARK - ** Cross Referenced to Event # R1202082600 at: 12/02/17 08:26:56 
**>>>> by: MELISSA C. FIELD on terminal: cadp203 

12/02/17 

08:26:56 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202082600 

12/02/17 

08:32:04 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 10, 

12/02/17 

08:32:04 

cadp203 

3529 

UNIT UPDATED - Unit: 12-1280-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1909 
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